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The Committee on Uniform Fire Code notes the following errors in the 2003 edition of NFPA 1, Uniform Fire 
Code. 

1. Replace definition 3.3.66, Dwelling, Unit with the updated text from NFPA 101, 2003 to read: 

Dwelling Unit. One or more rooms arranged for the use of one or more individuals living together, providing 
complete, independent living facilities, including permanent provisions for living, sleeping, eating, cooking, and 
sanitation. [101:3.3} 

2. Delete definition 3.3.165.6 Closed System Use, as it is a duplicate of3.3.207.1*. 

3. In section 4.3.1.1, revise the chapter reference from “Chapter 71 ” to “Chapter 73.” 

4. In section 4.3.1.2, revise the chapter reference from “Chapter 71” to “Chapter 73.” 

5. In section 5.3.5, Equivalency, revise the paragraph reference at the end of the sentence from “Section 
1.6” to Section 1.4.” 

6. In section 10.17.5.1, Exterior Roofs or Canopies, revise the reference in the sentence to read: “10.17.5.2 or 
10.17.5.3 .” 

7. In section 11.3.4, Elevator Testing, revise the cross-references in the second sentence from “11.3.2 and 11.3.3” 
to “11.3.1.1 and 11.3.1.2.” 

8. In section 12.7.3.1, revise the reference from “Table 12.7.3.1” to “Table 12.7.4.2.” 

9. In section 13.3.2.4.1, revise the cross-reference from “Section 9.7 of NFPA 101” to “Section 13.3 of this Code.” 




10. In the exception to 13.7.1.4.7, Nonrequired Coverage, insert after Chapter 5 “of NFPA 72” to clarify that the 
text is extracted from NFPA 72. 

11. In section 13.7.2.3.1, insert after “ Section 13.7” the following words “and 14.3.4 of NFPA 101.” 

12. bisection 13.7.2.4.1, insert after “Section 13.7” the following words “and 15.3.4 of NFPA 101.” 

13. In section 20.15.2.1, revise the cross-reference from “See 13.3.2.22” to “See 13.3.2.23.” 

14. In the exception to 25.1.5.5, revise the cross-reference from “Section 65.10” to “Section 65.11.” 

15. In section 44.3 Permits, revise the reference from “1.12.16” to “1.12.19.” 

16. In section 50.4.5.1, insert in the parenthetical phrase “(see Section 3.3 for the definition of single hazard area)” 
after the words “...single hazard area” the words “of NFPA 96.” 

17. In section 60.1.6.1.1, revise the reference at the end of the sen tence from “1.12.19” to “1.12.19(d).” 

18. In Table 60.2.2.1(a), revise the footnotes for the “ Consumer fireworks” row under the “Storage-Solidpounds 
column from “c, d, k” to “d, e, f..” 

19. In section 60.2.3.3.1.2(5), revise the reference from “60.1.21” to “60.1.22.” 

20. In section 60.3.6.1, General, revise the reference from “60.3.3” to “60.3.6.” 

21. In section 60.5.4.1, General, revise the references from “60.5.2 through 60.5.2.2” to “60.5.4 through 60.5.4.4.” 

22. In section 61.4.6.1, revise the subheading from “Marking of Packages of Aerosol Products” to “Automatic 
Sprinkler Systems.” 

23. In section A. 18.3.1, revise the reference from “Appendix I” to “Appendix H.” 

24. In section A. 18.3.3, revise the reference from “Appendix J” to “Appendix I.” 
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